042 B shebel brake lever 


Bremshebel 


Bremsen-Typ: V-Bremse, Zangenbremse, etc. 
linear gezogen 

Grifflänge: 4-Finger 

Schalthebel: Drehgriff- und Daumenschalter 

Material: Aluminium, Druckguss 


#320 16100 rechts 


#320 16200 links 
VE = 25/100 Stück 


Bremshebel 


Bremsen-Typ: V-Bremse, Zangenbremse, etc. 
linear gezogen 


Grifflänge: 3-Finger 
Schalthebel: Drehgriff- und Daumenschalter 
Material: Aluminium, Druckguss 


#292 20900 rechts 
#292 20800 links 
VE = 25/100 Stück 


Bremshebel - Carbon Look 


Bremsen-Typ: V-Bremse, Zangenbremse, etc. 
linear gezogen 


Grifflänge: 3-Finger 
Schalthebel: Drehgriff- und Daumenschalter 
Material: Aluminium, Druckguss 


#292 56900 rechts 
#29257000 links 
VE = 25/100 Stück 


Bremshebel 


Bremsen-Typ: V-Bremse, Zangenbremse, etc. 
linear gezogen 


Grifflänge: 2-Finger 
Schalthebel: Drehgriff- und Daumenschalter 
Material: Aluminium, Druckguss 


#320 15500 rechts 
#320 156 00 links 
VE = 25/100 Stück 


Bremshebel 


Bremsen-Typ: Cantilever- und V-Bremse 
linear gezogen 


Grifflänge: 3-Finger 
Schalthebel: Drehgriff- und Daumenschalter 
Material: Aluminium, geschmiedet 


# 292 510 00 / # 292 510 01 rechts 
# 292 511 00 / # 292 511 01 links 
VE = 25/100 Stück 


Brake Lever 


Brake-Type: V-Brake, Caliper, etc. 
linear pull brake 

Grip length: 4-finger 

Shifters: twist and thumb shifter 

Material: melt-forged aluminium 


#320 16100 right 
#320 16200 left 
Unit = 25/100 pieces 


Brake Lever 


Brake-Type: V-Brake, Caliper, etc. 
linear pull brake 

Grip length: 3-finger 

Shifters: twist and thumb shifter 

Material: melt-forged aluminium 


#292 20900 right 
#292 20800 left 
Unit = 25/100 pieces 


Brake Lever - Carbon Look 


Brake-Type: V-Brake, Caliper, etc. 
linear pull brake 

Grip length: 3-finger 

Shifters: twist and thumb shifter 

Material: melt-forged aluminium 


#292 569 00 right 
#292 57000 left 
Unit = 25/100 pieces 


Brake Lever 


Brake-Type: V-Brake, Caliper, etc. 
linear pull brake 

Grip length: 2-finger 

Shifters: twist and thumb shifter 

Material: melt-forged aluminium 


#320 155 00 right 
#320 15600 left 
Unit = 25/100 pieces 


Brake Lever 


Brake-Type: Cantilever- and V-Brake 
linear pull brake 

Grip length: 3-finger 

Shifters: twist and thumb 

Material: forged aluminium 


# 292 510 00 / # 292 510 01 right 
# 292 511 00 / # 292 511 01 left 
Unit = 25/100 pieces 
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